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Al HYATT MEDICAL LABORATORY COMPANY 
Patient Name DALAL HAMAD ALTHAWADI Medical Center Hyatt Medical Laboratory - Drive Thru 
ID Number 1083276467 Collection Date 2022-02-02 10:43:29 
Date of Birth 1994-10-01 Result Date 2022-02-03 13:05:45 
Nationality Saudi Arabia Report No 2118327 
Phone No 549943554 HESN No 12118327 
Test Description (endl) ciay 
Sample : nasopharyngeal /oropharyngeal swab u0gsL ,,ál3 gl ,ogels ,,àil Aag : Aall cgi 
COVID-19 test by RT-PCR „Ball Jalil 5l ypas gall ais plaiul 19-34 ~ 
Qualitative detection of SARS-COV-2 2 WAS d (5 5 sill 22d] CaaS (ge sill asi 
Result datil 


infected (Positive) 





Dr. Waleed Aljabr 


Consultant Molecular-Virologist 
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Dhahran Jubail Expy, Al Rawdah 
Dammam 32256, Saudi Arabia 
0138020099 
info@hyattlab.com 
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